BOMBAY 



5016617 
Navona Lamp 


Parts List 

A. Base 1 pc 

B. Column 1 pc 

C. Socket Assembly 1 pc 

D. Harp 1 pc 

E. Shade 1 pc 

F. Finial 1 pc 


* Please make sure that you have all the parts indicated above before you begin assembly of this item. 

* This item should be assembled on a soft surface to prevent scratching the finish during assembly. 

* This item may require periodic tightening. 


Assemble Lamp 

Parts required ^ 


A. 

Base 

1 pc 

D. 

Harp 

1 pc 

B. 

Column 

1 pc 

E.. 

Shade 

1 pc 

C. 

Socket Assembly 

1 pc 

F. 

Finial 

1 pc 


NOTE: Pull excess wire through the base prior to tightening parts. 

1. Attach Column (B) and Socket Assembly (C) Thread Column (B) clockwise onto pre-threaded post on Base (A). 
Thread Socket Assembly (C) clockwise into pre-threaded hole in Column (B). See Illustration. 

2. Attach Harp (D), Shade (E) & Finial (F) Attach Harp (D) to Saddle. Place Shade (E) onto Harp (D) and thread 
Finial (F) clockwise to secure. See Illustration. 
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